The Life Saver for Damaged Discs 


Disc Cleaning Procedure: 

1. Press the Open button on the Dr. Clean™ to open 
the cover. 

2. Open the Cleaning kit and remove the WET &DRY 
Cleaning Unit. 

3. Insert the Dry Cleaning Unit in the place marked Dry 
inside the Dr. Clean™ . Turn counterclockwise (follow 
the arrow) to attach. 

4. Remove the cover from the Wet Cleaning Unit. Then 
using the back of the brush provided, pry the Cleaning 
Heads out. 

5. Fill 80% of the Wet Cleaning Unit with Cleaning 
Solution. 

• First time users - use a pin to make a hole in the tip 
of the bottle. 

6. Replace the Springs and the Cleaning Heads. 

7. Place the Wet Cleaning Head in the place marked Wet 
on the Dr. Clean™ . Turn counterclockwise (follow the 
arrow) to attach. 

8. Insert the disc (data-side down). 

9. Close the Dr. Clean™ and press the Clean button. The 
process will begin and end automatically. 

• When the Cleaning Heads become dirty, remove 
them and clean with a brush and water. 

• To maintain best results, replace the Cleaning Unit 
after 300 uses. 



Add Solution Insert Unit 


Disc Repair Procedure: 

1. Press the Open button on the Dr. Clean™ to open 
the cover. 

2. Remove the WET & DRY Cleaning Unit from the Dr. 
Clean™ by turning each piece clockwise. 

3. Open the Repair Kit and remove the WET & DRY 
Repair Units. 

4. Insert the Dry Repair Unit in the place marked Dry 
inside the Dr. Clean™ . Turn counterclockwise 

to attach. *F irst time users - both heads are the same. 

5. Place 3 drops of Repair Solution one on each side. 
(This should form a triangle). * First time users - the 
head you use this cycle as wet should remain the wet 
head. 

6. Insert the Wet Repair Unit in the place marked Wet 
inside the Dr. Clean™ . Turn counterclockwise 

to attach. 

7. Insert the disc (data side down). 

8. Close the Dr. Clean™ and press the Repair button. 
The repair process will begin and end automatically. 

• Clean the WET & DRY Repair Unit with a brush and 

water before storing. 
« To maintain best results, replace the Repair Unit 

after 5-10 uses. 



Insert Disc Clean or Repair 


